From: Piro, Peter (DPH) 

Sent: Wednesday, March 09, 2011 9:17 AM 

To: Saunders, Della (DPH); Corbett, Kate (DPH); Griffith, Sean (NOR); O'Brien, Elisabeth 

(DPH); Khan, Annie (DPH); Frasca, Daniela (DPH); Renczkowski, Daniel (DPH); Tan, Zhi 
(DPH); Tran, Mai (DPH); Lawler, Michael (DPH) 

Cc: Salemi, Charles (DPH) 

Subject: FW: 


Hopefully this is everyone 


From: Danforth, Deborah (DPH) 

Sent: Wednesday, March 09, 2011 6:52 AM 
To: Piro, Peter (DPH); Hanchett, James (DPH) 

Subject: FW: 

This was sent to me but I believe you will need this information. 


From: sean.lovato@thomsonreuters.com Fmailto:sean.lovato@thomsonreuters.com1 
Sent: Tuesday, March 08, 2011 2:57 PM 
To: Danforth, Deborah (DPH) 

Subject: 


Dear Ms. Danforth, 

As a friendly reminder, we will be switching your old Micromedex 1.0 

+li 

interface to the brand new Micromedex 2.0 on this coming Wednesday, March 16 
2011 . 


The transition is very user-friendly; all of the same great information you’ve 
come to know from Micromedex is still there with a greatly improved search engine 
to get you to the exact results you’re seeking faster than ever. 

We will be offering ongoing access to Micromedex 1.0 through June , and 
we have a variety of online training to help you learn your way around, 

including live webinars! 

If you have any questions, would like to know more about Micromedex 2.0, or 
your training options, please call or email me. 
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Thank you. 


Sean Lovato 

Interface Conversion Specialist 
Thomson Reuters Healthcare & Science 

Not searching. FINDING. 



Phone: +1 888 272 7307 x 3681 
sean.lovato@thomsonreuters.com 
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